PHILIP MORRIS 

U.S.A. 

OPERATIONS CENTER: 615 MAURY STREET, RICHMOND. VIRGINIA 23224 TELEPHONE (804) 274-2000 

June 20, 2002 


Via Facsimile (608) 242-7942 
Via Overnight Mail 

Mr. Jeff Milhone 
Contracts Manager 
Covance Laboratories Inc. 

3301 Kinsman Blvd. 

Madison, Wl 53704 

Re: Research Agreement between Covance Laboratories Inc. and Philip 
Morris Inc. 

Dear Mr. Milhone: 

I enclose the original executed copy of the above mentioned Research 
Agreement for your records. 

If you have any questions, please feel free to call me at (804) 274-2090. 


Sincerely, 

Loreen L. Carchman 

Manager, Worldwide Scientific Affairs 


Enclosure 

cc: H. Roethig 
J. Oey 
W. Dean 


PM3006632957 


Source: https://www.industrydocuments.ucsf.edu/docs/nxdj0001 



